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UNCLASSIFIED 

PAGE 01 ANKARA 02769 08060 1Z 
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ACTION EUR- 12 

INFO OCT-01 NEA-09 ISO-OO EB-07 /029 W 

033219 

R 0805 10Z APR 75 
FM AMEMBASSY ANKARA 
TO USDOC WASHDC 
SECSTATE WASHDC 8717 
AMEMBASSY BEIRUT 
AMEMBASSY BRUSSELS 
AMCONSUL ISTANBUL 

UNCLAS ANKARA 2769 

BEIRUT FOR RTDC 

E.O. 11652: N/A 
TAGS: BTIO 

SUB J : FOREIGN GOVERNMENT TENDER: MAJOR PROJECT/ 

KARAKAYA DAM AND HYDROELECTRIC POWER 
PLANT - PREQUALIFICATION FOR CONSTRUCTION 

1. 489/0 1/TO108 

2. 040775 

3. M. ISHAKBEYOGLU 

4. 489 TURKEY 

5. N. 

6A. REPLY TO - 
6B. - 

6C. DEVLET SU ISLERI GENEL MUDURLUGU (STATE HYDRAULIC WORKS) 
BARAJLAR VE HIDROELEKTRIK SANTRALLAR DAIRESI BASKANLIGI 
ANKARA, TURKEY 

7. - 

8. 060675 - 5:30 P.M. LOCAL TIME. 

9. 201 

10. 9918102 - VALUE NOT KNOWN 

A) DSI (DIRECTORATE GENERAL OF STATE HYDRAULIC WORKS) INVITES 
INTERESTED CONTRACTORS/FIRMS TO PREQUALIFY FOR CONSTRUCTION OF 
KARAKAYA DAM AND HYDROELECTRIC POWER PLANT. 

PROJECT WILL CONSIST OF: 

UNCLASSIFIED 

UNCLASSIFIED 
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1. CONCRETE ARCH DAM WITH CREST LENGTH OF 462 METERS, HEIGHT 
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173 METERS, THICKNESS 10 TO 52 METERS; 

2. POWER PLANT WITH SIX X 315 MVA UNITS; 

3. SPILLWAY (17,000 M3/S) WITH TEN RADIAL GATES 14.9 X 14.8 
METERS; 

4. TWO DIVERSION TUNNELS - 13.5 METERS EXCAVATION DIAMETER, 

568 AND 698 METERS LENGHT; 

5. CABLE TERMINAL ON TOP OF THE DAM AND THREE DOUBLE CIRCUIT 
380 KV TRANSMISSION LINES TO SWITCHYARD WHICH 2.5 KILOMETERS 
FROM DAM AND CONTAINING 380, 154, 31.5 KV SECTIONS. 

B) CONTRACT SCOPE HAS CIVIL WORKS AND ELECTRO-MECHANICAL 
EQUIPMENT AS GATES, PENSTOCKS AND ELEVATORS INCLUDING: 

L DAM EXCAVATION 3,000,000 M3 

2. DAM CONCRETE 2,000,000 M3 

3. OTHER EXCAVATION 850,00 M3 

4. OTHER CONCRETE 770,000 M3 

5. COFFERDAM FILL 660,000 M3 

6. PENSTOCKS 6,000 TONS 

7. SWITCHYARD STEEL CONSTRUCTION 5,000 TONS 

C) FIRMS SHOULD SEND NECESSARY DOCUMENTS DESCRIBING FIRMS AND 
THEIR EXPERIENCE WITH FOLLOWING POINTS GIVEN CONSIDERATION: 

1. MUST HAVE CONSTRUCTED LARGE TUNNELS IN SIMILAR ROCK 
FORMATIONS; 

2. MUST HAVE PERFORMED LARGE AND DEEP EXCAVATIONS; 

3. MUST HAVE PERFORMED GROUT CURTAIN: 

4. MUST HAVE POURED BULK CONCRETE IN LARGE QUANTITIES; 

5. MUST HAVE CONSTRUCTED LARGE HYDROELECTRIC POWER PLANTS 
AND SIMILAR WORKS. 

D) ALSO FOLLOWING DOCUMENTS REQUESTED IN PREQUALIFICATION 
APPLICATION PACKAGE: 

1. COMMERCIAL BUSINESS CERTIFICATE OF THE FIRM(S). 

2. CAPITAL OF THE FIRM, ANNUAL TURNOVER AND FINANCIAL STATE- 
MENTS FOR LAST FIVE YEARS; 

3. REFERENCES FROM BANKS OR OTHER COMMERCIAL/FINANCIAL 
ORGANIZATIONS. 

4. CONSTRUCTION EQUIPMENT CURRENTLY OWNED BY FIRM, 

TYPE, NUMBER AND PRESENT LOCATION. 

5. LOCATION, DATE OF CONSTRUCTION, EMPLOYING AGENCY, TYPE OF 
CONTRACT, CONTRACT PRICE, CHARACTERISTICS OF INSTALLATIONS AND 
IMPORTANT WORK ITEMS (CONCRETE VOLUME, EXCAVATION QUANTITY, LENGHT 
OF GROUTING HOLES, SIZES OF TUNNELS, CAPACITY OF UNITS ETC.) OF 
UNCLASSIFIED 
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CONCRETE DAMS AND HYDROELECTRIC POWER PLANTS CONSTRUCTED BY FIRM 
OR PRESENTLY UNDER CONSTRUCTION. 

6. EXPERIENCE RECORDS OF THOSE PRINCIPALS AND KEY PERSONNEL OF 
THE FIRM WHO WOULD BE ALLOCATED TO THE KARAKAYA WORK. 

7. OTHER INFORMATION AND DOCUMENTS SELECTED BY FIRM. 

E) JOINT VENTURE: FIRMS MAY BE JOINT VENTURES. FOREIGN FIRMS ARE 
ENCOURAGED TO FORM JOINT VENTURE WITH TURKISH FIRMS DURING 
PREQUALIFICATION. FIRMS INTENDING ESTABLISH JOINT VENTURES SHOULD 
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PROMPTLY FILL JOINT VENTURE DECLARATION FORMS (AIRMAILED TO USDOC) 
AND SUBMIT FOLLOWING BY JOINT VENTURES: 

1. JOINT VENTURE DECLARATION; 

2. FOR EACH MEMBER FIRM, ALL DOCUMENTS LISTED IN PARA (D). 
APPLICATION LETTER MUST ENCLOSED POWER OF ATTORNEYS FOR PERSONS 
OF FIRM AUTHORIZED TO SIGN JOINT VENTURE AGREEMENT AND APPLICA- 
TION LETTER. FOLLOWING DOCUMENTS OF FOREIGN FIRMS MUST BE 
CERTIFIED BY TURKISH CONSULATE IN USA: 

1. POWER OF ATTORNEYS; 

2. DOCUMENTS LISTED IN SUBPARAGRAPHS (1), (2), AND (3) OF 
PARA (D) ABOVE. 

1 1 . KARAKAYA HYDROELECTRIC POWER PLANT IS PLANNED TO BEGIN 
COMMERCIAL OPERATION TOWARDS END 1981, INITIALLY WITH TWO UNITS 
OF 315 MVA. FOUR ADDITIONAL UNITS 315 MVA EACH WILL BE COMPLETED 
SUBSEQUENT YEARS. IT IS REQUESTED THAT THIS PROJECT BE GIVEN 
SPECIAL HANDLING AND THAT LEADING U.S. ENGINEERING FIRMS SUCH AS 
BECHTEL. MORRISON KNUDSEN, KAISER, FOSTER WHEELER, TAMS AND 
EBASCO SHOULD BE ENCOURAGED TO PARTICIPATE. FIVE COPIES OF 
PREQUALIFICATION REQUIREMENTS AND FIVE DESCRIPTIVE BROCHURE AND 
JOINT VENTURE DECLARATION FORMS ARE BEING FORWARDED BY 
POUCH. 

MACOMBER 



UNCLASSIFIED 



NNN 
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